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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


12 March 1979 


MEMORANDUM TO: Headquarters Security Branch 


THROUGH: Certification Branch 
Office i 
Attn: STAT 
STAT FROM: 
Chief, Facilities Branch, Security Committee 
1. A meeting of the "Blue Border" special control 
officers for review of security procedures to be used : 
in handling "Blue Border" material will be held on Monday, 
12 March 1979 at 1400 in Room 3N3103 - Headquarters Building. . 
2. The following NFIB Agency representatives, each 
having the appropriate clearances will be attending: 
NAME AGENCY 
STAT 
‘3. (It would be appreciated if NFIB badges could be STAT 
issued to participants. If there are any discrepancies 
STAT please call =e 
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